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WALL THICKNESS MEASUREMENT 
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Measured by: 
Date: 
[Rev | Date | 
04.06.16 
| B | 06.03.09 


0.073” 


Calibration Result 
Actual Block Thickness: 
Sitescan 250 Measured Thickness: 


Audited by: | Preliminary Approval: 
Date: | Date: 


Revised by | Approved 


(P/O D412-664-203) 


Tolerance updated for dimension 4.971 
Dimension 124.100 was 124.09 
Wall thickness form added 


